&® Audi A4 Wiring Diagram No. 303 / 1 


3.0 | - Injection Engine (162 kW - Motronic - 6 Cylinder) engine code AVK 
From 2002 m. y. 


Main fuse 


A97--0220 


@ onthe Battery 


Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 303 /1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 


1 - 10-Pin Connector, black (T10) 
2- 10-Pin Connector, brown (T10a) 
3 - 17-Pin Connector, red (117d) 
6 - 17-Pin Connector, white (T17e) 
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&® Audi A4 Wiring Diagram No. 303 / 1 


Connector station A-pillar 


@ behind side trim, left 


13 - 10-Pin Connector, violet (T10c) 
14 - 10-Pin Connector, grey (T10d) 
15 - 17-Pin Connector, green (T17b) 
16 - 17-Pin Connector, red (T17a) 
17 - 17-Pin Connector, black (T17) 
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&® Audi A4 


Wiring Diagram 


No. 303/1 


4-Pin Relay Carrier 


@ in the electronics box, plenum chamber 


1.1 - Coolant Circulation Pump Relay (J151) 

2 - Secondary Air Injection (AIR) Pump Relay (J299) 

3 - Motronic Engine Control Module (ECM) Power Supply Relay (J271) 
4 - Locking relay for starter (J434) 

A- Engine Electronics Fuse (S282) 

B - Fuse for secondary air pump (S130) 
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&® Audi A4 Wiring Diagram No. 303 / 1 


4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


9-Pin Relay Carrier with Vehicle Electrical System Control Module 


@ Instrument panel driver side, behind 3-Pin Relay Carrier 


1 - Fuel Pump (FP) Relay (J17) 
4 - Brake Booster Relay (J569) 
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&® Audi A4 


Wiring Diagram 


No. 303/2 


Ses, 
150 


16,0 25 
sw rolsw 
30 50 


IT. AT7e14 
0,35 
griws* 
—|—— 
16,0 
sw 


0; 


6 
bre n 


0,35 


Ie+i00 ew Soviet opF 


I 


otha 
t 


B 


C1 


1213014 


97-56524 


Battery, Starter, Generator, Locking relay for starter, Clutch 
Vacuum Vent Valve Switch 


Battery 
Starter 

Generator (GEN) 

Voltage Regulator (VR) 

Clutch Vacuum Vent Valve Switch 

Locking relay for starter (clutch pedal switch) 

Fuse Strip (main fuse) 

1-Pin Connector, black, engine compartment, right 

Double Connector, black, engine compartment, right 

17-Pin Connector, white, connector station E-box, plenum chamber 


Ground connection, in battery box 


Ground connection -1-, in wiring harness interior 


Threaded connection -1- (30), on the relay plate 


Manual transmission only 
see applicable automatic transmission (multitronic 01J or AGS) wiring 
diagram 
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&® Audi A4 Wiring Diagram No. 303/3 


Ignition/Starter Switch, Fuel Pump (FP) Relay, Fuses 


D___Ignition/Starter Switch 
J17 Fuel Pump (FP) Relay 

$5 Fuse in fuse holder/relay panel 

S7__ Fuse in fuse holder/relay panel 

S9 Fuse in fuse holder/relay panel 
$14 Fuse in fuse holder/relay panel 
$228 Fuse in fuse holder 


——— $232 Fuse in fuse holder 
16,0 60 $234 Fuse in fuse holder 
e P $243. Fuse in fuse holder 
T10a 10-Pin Connector, brown, connector station E-box, plenum 
chamber 
om Threaded connection -2- (30), on the relay plate 
sw 


Plus connection (15), in instrument panel wiring harness 
25 25 40 25 40 


fo fo sw sw 
As30 A730 ets 


A32) Plus connection (30), in instrument panel wiring harness 


D x 
(A41) Plus connection (50), in instrument panel wiring harness 
‘A52) Plus connection -2- (30), in instrument panel wiring harness 
25° 25 25 
reel = Tove Tose Nose \AS7 ) Plus connection -2- (30), in instrument panel wiring harness 
S$2431)Ss5 )S7 $2281] S 232//)S234 o—™ 
15A lll 10a Ul 10A( 20A Ul! 20a Ul 158 A98 ) Plus connection -4- (30), in instrument panel wiring harness 
243a 5a 7a 232a ¥ 234a 7 
15 >) 
| | A99) Connector -1- (87), in instrument panel wiring harness 
145140 1,5 25 A152) Connection -5- (87), in instrument panel wiring harness 


swili Fswirotec swibr 


10 25 
149) 156] [10 39] [207] [164 


* Manual transmission only 


i Ws = white 
sw = black 
ro red 
br brown 
gn = green 
bl blue 
gr = grey 
i lilac 

[nn a, i ir, > i a ya a i ar) ge = yellow 
O7-55834 OF. orange 
rs = pink 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 303/4 


ok 


05 15 
ro swili 
T17el15 

0,35 0,35 
fo wil 
Nez a1 J220 
ys 7 

0,35 

rolbl 

T174 

no 

05 

rolbl 


ws = white 

sw = black 

ro red 
br = brown 

gn = green 

bl blue 

gr = grey 

@ (63) li lilac 
2 «6300S 3406 35t—i (it 42 ge yellow 
O7-55835 oF orange 

rs pink 


Motronic Engine Control Module, Motronic Engine Control 
Module (ECM) Power Supply Relay, Fuses 


J217 
J220 
J271 
$229 
$282 
T17d 
Ti7e 


Transmission Control Module (TCM) 
Motronic Engine Control Module (ECM) 

Motronic Engine Control Module (ECM) Power Supply Relay 
Fuse in fuse holder 

Engine Electronics Fuse 

17-Pin Connector, red, connector station E-box, plenum chamber 
17-Pin Connector, white, connector station E-box, plenum 
chamber 


Ground connection, in engine compartment, left 
Ground connection -1-, in right front wiring harness 

Plus connection (30), in engine compartment wiring harness 
Connection (87), in wiring harness engine pre-wiring 


Automatic transmission (AGS) only 
Automatic transmission (multitronic 01J) only 
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&® Audi A4 Wiring Diagram No. 303/5 


Motronic Engine Control Module, Fuel Injectors, Leak 
detection pump (LDP) 


J220 Motronic Engine Control Module (ECM) 
N30 Cylinder 1 Fuel Injector 
N31 Cylinder 2 Fuel Injector 
N32 Cylinder 3 Fuel Injector 
N33 Cylinder 4 Fuel Injector 
N83 Cylinder 5 Fuel Injector 
N84 Cylinder 6 Fuel Injector 
T10a_10-Pin Connector, brown, connector station E-box, plenum 


chamber 
T17d_ 17-Pin Connector, red, connector station E-box, plenum chamber 
Vvi44 144 Leak detection pump (LDP) 
1 o~ 
t 5 D95) Wire connection (injectors), in engine compartment wiring harness 
griro ed 
T1742 
0,35 
griro 
hos J220 ) 
( ¥96 yn 188 "13 182 
. 0,35 . 0,35 0,35 
swign bi/bl brign swiro swiws 
2 2 2 2 2 


Tio |XoA) N30 |X4|Na1 |XoA| N32 


Naz |X23|Nes |Xoo! Nes 


ws = white 
sw = black 

ro = red 
br = brown 
gn = green 

bl blue 

gr = grey 

fi lilac 
43. 444 «45 «#446 «447 «+48 «449 «50 St 52 53 54 55 56 92 = yelow 
a or = orange 

rs = pink 
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Wiring Diagram 


No. 303/6 


0,35 
rolws 


L. 74/11 


0,35 
rolws 


A104 


164 1 i 
0.35 0,35 0.35 
i 2 geign 
2 2 2 Ae 
Tioas |XCa/Neo |X| Nise |XC4|N112 ies 
1 1 
1,5 
gnige 
10 05 05 
gnige gnige gnige 
0.5 05 10 1.0 
gnige gnige gnige gnige ws = white 
118 725 739 sw = black 
ro red 
br brown 
gn green 
bl blue 
gr grey 
li lilac 
57 58 459 60 61 62 63 64 67 68 «466970 ge yellow 
O7-55857 OF. orange 
rs = pink 


Motronic Engine Control Module, Mass Air Flow (MAF) 
Sensor, Evaporative Emission (EVAP) Canister Purge 
Regulator Valve, Secondary Air Injection (AIR) Solenoid 
Valve, Intake Manifold Change-Over Valve 


G70 

J220 
J293 
N80 
N112 
N156 
T10a 


710d 
T17d 


Mass Air Flow (MAF) Sensor 
Motronic Engine Control Module (ECM) 

Coolant FC (Fan Control) Control Module 

Evaporative Emission (EVAP) Canister Purge Regulator Valve 
Secondary Air Injection (AIR) Solenoid Valve 

Intake Manifold Change-Over Valve 

10-Pin Connector, brown, connector station E-box, plenum 
chamber 

10-Pin Connector, grey, connector station A-pillar, left 

47-Pin Connector, red, connector station E-box, plenum chamber 


Connector (over fuse 234), in wiring harness front, right 
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Wiring Diagram 


&® Audi A4 iring Diag No. 303/7 


J220 ) 
147 @ ive ue ae 13 
0,35 
Bigr Stier Salon bri brigr 
205 
* 0,35 
robi* a bifor 
Is Lok 
51 5 
---- 
t [1.4 
2 3 
N318 ae N205 N319 Ale G2 | Ge2 
05 05 0,35 0,35 0,35 
ro/gn 1 brige brige sw 
15 0,35 
ro/gn brige 
@° 
m4 7 7% 7 7 79 8 8384 


97-55838 


Motronic Engine Control Module, Engine Coolant 
Temperature (ECT) Sensor, Valves for camshaft adjustment, 
After-Run Coolant Pump, Engine Coolant Level (ECL) 
Warning Switch 


F66 
G2 
G62 
J151 
J220 
N205 
N208 
N318 
N319 
v51 
T10 


\ Ground connection (sensor Ground) ~ 


Engine Coolant Level (ECL) Warning Switch 
Engine Coolant Temperature (ECT) Sensor 

Engine Coolant Temperature (ECT) Sensor 

Coolant Circulation Pump Relay 

Motronic Engine Control Module (ECM) 

Valve -1- for camshaft adjustment 

Valve -2- for camshaft adjustment 

Camshaft Adjustment Valve 1 (exhaust) 

Camshaft Adjustment Valve 2 (exhaust) 

After-Run Coolant Pump 

10-Pin Connector, black, connector station E-box, plenum 
chamber 


) Ground connection -1-, in right front wiring harness 


Ground connection (sensor Ground), in engine wiring harness 


, in instrument panel wiring 


harness 


Ground connection (sensor Ground), in engine compartment wiring 
harness 


Plus connection (87a), in Motronic Multiport Fuel Injection (MF) 


/ wiring harness 


Hot climates only 
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&® Audi A4 


Diag No. 303/8 


Wiring Diagram 


(? 


J220 
1° 82 ye 99 W107 yto8 
0,35 0,35 0,35 0,35 0,35 0,35 
bgt ws gnibr ew 
0,35 0,35 
br n 


Ta iT3/2 ATs 


T3e/1f{ T3e/2ft] T3e/3 


Ee E> 

| io} 143: 

G28 rea Get == Ges 
0,35 0,35 0,35 
sw sw sw 
b | | 
8 8 8 8 8 90 MM 2 8 9% 6 F 8 
97-53924 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


G28 
G61 
G66 
J220 
T3 
T3b 
T3e 


104 


Motronic Engine Control Module, Engine Speed (RPM) 
Sensor, Knock Sensors 


Engine Speed (RPM) Sensor 

Knock Sensor (KS) 1 

Knock Sensor (KS) 2 

Motronic Engine Control Module (ECM) 
3-Pin Connector, grey, on engine block 
3-Pin Connector, blue, on engine block 
3-Pin Connector, blue, on engine block 


Ground connection, in right front wiring harness - sensor Grounds 


Ground connection (sensor Ground), in engine wiring harness 
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Wiring Diagram 


&® Audi A4 9 Diag No. 303/9 


J2i7 

ys 

0,35, 

gnibl * 

J220 [sz 
¥98 187 vet 86 4 
0,35 0,35 0,35 0,35 0,35 
roisw anisw anil anor aniws 


i 1" 


0,354 0,5 0,35 
an/or** sw roisw 


2| 


107 


108 


109 


110 


111 


112 


97-53925 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


Motronic Engine Control Module, Camshaft Position (CMP) 


Sensors 


G40 

G163 
G300 
G301 
J220 
J217 


Camshaft Position (CMP) Sensor 
Camshaft Position (CMP) Sensor 2 
Camshaft Position (CMP) Sensor 3 
Camshaft Position (CMP) Sensor 4 
Motronic Engine Control Module (ECM) 
Transmission Control Module (TCM) 


Ground connection (sensor Ground), in engine wiring harness 


Ground connection (sensor Ground -2-), in engine wiring hamess 


Connection (SV), in wiring hamess engine pre-wiring 


Automatic transmission (multitronic 01J) only 
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Motronic Engine Control Module, Heated Oxygen Sensors 


G39 Heated Oxygen Sensor (HO2S) 

G130 Oxygen Sensor (02S) Behind Three Way Catalytic Converter 
(TWC) 

J220 Motronic Engine Control Module (ECM) 

T4a _4-Pin Connector, green, connector station Heated Oxygen Sensor 
(HO2S) (firewall) 

Té —6-Pin Connector, black, connector station Heated Oxygen Sensor 

(HO2S) (firewall) 

Z19 Oxygen Sensor (02S) Heater 

Z29 Oxygen Sensor (02S) Heater 1 Behind Three Way Catalytic 
converter (TWC) 


Ground connection (sensor Ground), in engine wiring harness 


Ground connection (sensor Ground -2-), in engine wiring harness 


J220 
( | Ce Gn Go 151 mo ) 
0,35 035 0,35 10 0,35 0,35 1.0 
gr bl obrisw gn grign swiws ro/sw 
T 1.0 
gnige gnige 
T4a/3 fy T4ar4| rac Tels (Tet (Tee HiTe2 fi Te fr 
1,0 : 1,0 
0,35 oe ots a 0.35% us g8. ALS 
; Sh. : A =a a 
G130 G39 ws = white 
sw = black 
@ cin 
a abr brown 
gn green 
b > bl blue 
@ ow = ory 
li lilac 
130-114-115 118117118 119120. 121122, 128124 125 126 ge yellow 
‘97-53826 OF ee oree 
rs = pink 
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Motronic Engine Control Module, Heated Oxygen Sensors 


G108 Heated Oxygen Sensor (HO2S) 2 
G131 Oxygen Sensor (02S) 2 Behind Three Way Catalytic Converter 
(TWC) 
J220 Motronic Engine Control Module (ECM) 
T4c 4-Pin Connector, brown, connector station Heated Oxygen Sensor 
(HO2S) (firewall) 
Téa __6-Pin Connector, black, connector station Heated Oxygen Sensor 
(HO2S) (firewall) 
Z28 Oxygen Sensor (02S) 2 Heater 
Z30 Oxygen Sensor (02S) Heater 2 Behind Three Way Catalytic 
Converter 


Ground connection (sensor Ground), in engine wiring harness 


Ground connection (sensor Ground -2-), in engine wiring harness 


(2 © >) 


On ee 2 yo ys ye 
0.35 0,35 0,35 1,0, ,,.0,35,;,.0,35 .., 0,35.) 1,0 
i To brisw i To." gribl °° gnige ~ rolws 


ii 
1.0 
se gnige 
Téci3{ T4c/4} wah Tacit TealSitj Teal} Teale) Te rea eas 
1,0 


1,0 : : . . 
935 or — i ws 035 oP i i i ; 10 
k She @ A Slese i 
G131 G108 ws = white 
sw = black 
@ eS 
a abr brown 
gn green 
. > ol blue 
@) shee 
li lilac 
127° 128 «= 129°« 130131. 132, 133-134-135 136137138. 139140 ge yellow 
O7-53827 OF 7s rene 
rs = pink 
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i) 


15 4 
0,35 0,35 
gtige wsige* 
Ti7d 
ons? 15 
wsige* gr * 
Aa Nar farso 8/87 
P 4) J299 
Gm: G294 oe 
Yr Bp 1426 280 
0,35, 0,354 05 40 4.0 
biisw* gn/br gnige sw rolsw 
700 [sz 
2 
$130 
408 
M104 oa 
ra ws = white 
05 40 sw = black 
ro red 
br = brown 
gn = green 
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gr = grey 
je li lilac 
141 1420143144145 1468147. 151152153154 ge yellow 
O7-B5ER 2 orane 
is pink 


Motronic Engine Control Module, Brake Booster Pressure 
Sensor, Secondary Air Injection (AIR) Pump Motor, Brake 
System Vacuum Pump 


G294 
J220 
J299 
J569 
$130 
T10 


Brake Booster Pressure Sensor 
Motronic Engine Control Module (ECM) 

Secondary Air Injection (AIR) Pump Relay 

Brake Booster Relay 

Fuse for secondary air pump 

10-Pin Connector, black, connector station E-box, plenum 
chamber 

17-Pin Connector, red, connector station E-box, plenum chamber 
Secondary Air Injection (AIR) Pump Motor 

Brake System Vacuum Pump 


Ground connection, in engine compartment, left 


) Ground connection -1-, in right front wiring harness 


Ground connection (sensor Ground), in engine wiring harness 


Ground connection (sensor Ground -2-), in engine wiring harness 


Automatic transmission (multitronic 01J or AGS) only 
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Motronic Engine Control Module, Throttle Valve Control 
Module, Throttle Position (TP) Sensor, Clutch Vacuum Vent 
( ) Valve Switch, Brake Light Switch 


F Brake Light Switch 
F36 Clutch Vacuum Vent Valve Switch 
G79 Throttle Position (TP) Sensor 
G185 Sender -2- for accelerator pedal position 
J220 Motronic Engine Control Module (ECM) 


J234 Airbag Control Module 
Gies i i i & i G79 J338. Throttle Valve Control Module 
is ye yt 2 jer J527 Steering Column Electronic Systems Control Module 
| | | | | Ti6a/S T16a_16-Pin Connector, black, on steering Column Electronic Systems 
Control Module 
Se by fe Be OR 022 T17d_17-Pin Connector, red, connector station E-box, plenum chamber 
bijgn T17e 17-Pin Connector, white, connector station E-box, plenum 
chamber 
I. are ize Tyve 74 a peas Os 
THSMB oo ons) Vos 05 035 03s 18) Wire connection (54), in instrument panel wiring harness 
gtige br brign briro ge/bl_-—gelli bi/gn 


Ass Asa M2 Ase 
(! a 


i i i i i T i i a 


5 Avs 38 


Wire connection (15a), in instrument panel wiring harness 


wee yee te pte yes pss sz st ibe Wire connection (crash signal), in instrument panel wiring harness 
0,35 0,35 40 40 035 0,35 0,35 0,35 035, ( ignal), PB 9 
rolsw  welro bili roi -ws/ge gnfi_—ililro.-—griws gnigr* 


Wire connection (Brake Light Switch), in instrument panel wiring 


T17e HI T17e T17e/13 
i Pre Ti7ae A194) harness 
0,22 0,22 pa 
> Manual transmission onh 
rojsw ws/ro 3 I 4 2 6 Wie ly 
o) ara... 
1,0 0,22 
a | nar 


0,35 
iil 
2 Neo 
J 234 
oe! 
F Fs6 
— 1B re ws 
40 1,0 10, sw 
rojbr—swi/br (S) swfbr 10 
J if br 
gn 
bl 
gor 
ti 
155 156 157 158 159 160 161 162 163 164 165 166 167 168 ge 
S7-BE5IE Bs) 
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3 


182 


97--55841 


9 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


Motronic Engine Control Module, Ignition Coils with Power 
Output Stages 


J220 
N70 
N127 
N291 
P 
Q 


Motronic Engine Control Module (ECM) 
Ignition Coil 1 with Power Output Stage 
Ignition Coil 2 with Power Output Stage 
Ignition Coil 3 with Power Output Stage 
Spark Plug Connectors 

Spark Plugs 


Ground connection, on engine block 


Ground connection -1-, in right front wiring harness 


Ignition Coil Ground Connection (in fuel injection wiring harness) 


Connector (over fuse 229), in wiring harness front, right 
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J217 

0,35 0,35 
ofr ors \ ® 

462) yeoe* 86x 882% S 
0,35 0,35 ee AO 2% 0,35 0,35 
orfor orisw 0,35 + ghiro gniro 

gnirox 
ptizans T 174/14 l JT 001 Btiez 
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or/br® orisw? orfbr® orisw* ou 
Lon suds Neoricn-eus M77 Mra J220 Jas 
3 m = B 
0,35 0,35 0,35 we 
ws/br () gn/br gr/br gn 
f 

! 5 1 5 { 5 
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1 3 it 3 at 3 

= [A] Nazs = [A] Naze T10s 
a 2 t Pr 
05 25 25 
brige br br 
P P P 
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Motronic Engine Control Module, Ignition Coils with Power 
Output Stages 


J217 
J220 
N292 
N323 
N324 
P 
Q 
T10 
T10a 


T16 
T171 


ws = white 
sw = black 
ro red 

br brown 
gn = green 
bl blue 

gr grey 

li lilac 
ge = yellow 
or orange 
rs = pink 


Transmission Control Module (TCM) 
Motronic Engine Control Module (ECM) 

Ignition Coil 4 with Power Output Stage 

Ignition Coil 5 with Power Output Stage 

Ignition Coil 6 with Power Output Stage 

Spark Plug Connectors 

Spark Plugs 

10-Pin Connector, black, connector station E-box, plenum chamber 
10-Pin Connector, brown, connector station E-box, plenum 
chamber 

16-Pin Connector, black, diagnostic connection 

47-Pin Connector, red, connector station E-box, plenum chamber 


Ground connection -1-, in right front wiring harness 
Ignition Coil Ground Connection (in fuel injection wiring harness) 


Wire connection (K-diagnosis wire), in instrument panel wiring 
hamess. 


Wite’connection (High-bus), in instrument panel wiring harness 


Wire connection (Low-bus), in instrument panel wiring harness 


Connector (over fuse 229), in wiring harness front, right 


Automatic transmission (multitronic 014) only 
Automatic transmission (AGS) only 
CAN-Bus (Data bus) 
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No. 303/16 
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lilsw biige wslor roigr swiro bl 
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ws = white 
sw = black 
ro red 

br brown 
gn = green 
bl blue 
gr grey 

li lilac 
ge = yellow 
or orange 
rs = pink 


Control module wi 


indicator unit in instrument panel insert, 


Oil Pressure Switch, Oil Level Thermal Sensor, Fuel Pump 


(FP) 


F1 

G 

G6 
G266 


Oil Pressure Switch 
‘Sender for fuel gauge 

Fuel Pump (FP) 

Oil Level Thermal Sensor 

Control module with indicator unit in instrument panel insert 
Generator (GEN) Warning Light 

10-Pin Connector, black, connector station E-box, plenum chamber 
10-Pin Connector, brown, connector station E-box, plenum 
chamber 

32-Pin Connector, blue, on instrument panel insert 

32-Pin Connector, green, on instrument panel insert 


Ground connection -1-, in right front wiring harness 


Ground connection -2-, in wiring harness interior 


Ground connection (sensor Ground) -’ 
harness 


in instrument panel wiring 


Wire connection (61), in instrument panel wiring harness 


Connector (15a, fuse 5), in instrument panel wiring harness 
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Control module with indicator unit in instrument panel insert, 
Speedometer Vehicle Speed Sensor, Fuel Level Sensor 2 


G22 Speedometer Vehicle Speed Sensor (Camshaft Position (CMP) 
Sensor, on transmission) 
G169 Fuel Level Sensor 2 
J217_ Transmission Control Module (TCM) 
J285 Control module with indicator unit in instrument panel insert 
10-Pin Connector, black, connector station E-box, plenum chamber 
32-Pin Connector, blue, on instrument panel insert 
32-Pin Connector, green, on instrument panel insert 


) Ground connection -1-, in right front wiring harness 


Ground connection (sensor Ground) -1-, in instrument panel wiring 
harness 


* Manual transmission or automatic transmission (AGS) only 
** Automatic transmission (multitronic 014) only 
** quattro only 


( ® Joss 
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